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PLEASE PASS TO SSM 

E. O. 11652: NA 
TAGS: PFOR, IS, EG, US 

SUB J : MODULAR STRUCTURES FOR WATCH STATIONS, BASE CAMP, 
TEMPORARY QUARTERS/AUXILIARY BUILDINGS 

1 . TODAY VISITED BAR-TON PLANNING AND MANUFACTURING LTD., 

25 HABARZEL STREET, TEL AVIV. COMPANY MANUFACTURES STURDY, 
QUICKLY ASSEMBLED, INSULATED MODULAR STRUCTURES OF GALVANIZED 
STEEL. BAR-TON'S "QUIKONNECT" STRUCTURES COME IN THREE BASIC 
MODULE SIZES, 2X2 MTRS., 2X3 MTRS., AND 3X3 MTRS., AND TWO 

BASIC HEIGHTS, 2.20 MTRS. AND 2.60 MTRS. EVERY STRUCTURE CAN 
INCORPORATE WINDOWS WITH PLASTIC SHUTTERS. WINDOW SIZE IS 90X75 
CMS. DOOR SIZE IS 80 X 195 CMS. INSULATION AGAINST HEAT AND COLD 
CAN ALSO BE APPLIED USING 4.5 CMS INSULATION MATERIAL BETWEEN 
METAL ELEMENTS AND CHIP-BOARD WALLS AND CEILINGS. BAKED-ON 
ENAMEL PAINED MODULES NOW AVAILABLE IN SHADES OF CONVENIENT 
ORANGE AND READY-TO-GO WHITE. 

2. A 4 METER X 8 METER X 2.60 METER MODULAR STRUCTURE CAN BE 
ASSEMBLED WITHIN THREE HOURS TIME ON THE GROUND OR ON CONCRETE 
PAD BY UNSKILLED LABOR. COST FOR BASIC 8 METER X 4 METER 
STRUCTURE IS APPROXIMATELY U.S. $3,072. DELIVERY TIME FOB 
FACTORY WOULD BE TWO WEEKS FROM DATE OF ORDER FOR INITIAL 
THREE STRUCTURE ORDER. TWO PALATIZED STRUCTURES CAN BE CARRIED 
BY ONE 2-1/2 TON TRUCK FROM FACTORY TO SITE IN SIX HOURS AT 
TRANSPORTATION COST OF ABOUT U.S. $200. 
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3. UNEF PRUCHASED AND ERECTED ONE BAR-TON QUIKONNECT ON JAN 3,1976. 

PLAN TO CONTACT UNEF ASAP TO INQUIRE AS TO STRUCTURE S 
SUITABILITY FOR SINAI CONDITIONS. 

4. PENDING UNEF APPRAISAL AND SFM CONTRACTOR ACCEPTANCE, 

SUGGEST BAR-TON STRUCTURE COULD BE IDEAL FOR WATCH STATIONS. 

ADDITIONAL STRUCTURES COULD SERVE AS INITIAL QUARTERS FOR 
ADVANCE USG AND CONTRACTOR/CONSTRUCTION PERSONNEL. THESE MIGHT 
LATER BE CONVERTED TO STORAGE AND AUXILIARY BUILDINGS. 
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